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ACTION AID-31 

INFO OCT-OI NEA-IO ISO-00 IGA-02 INT-05 FDRE-00 SSO-00 

/049 W 

061287 

O30I345Z DEC 75 

FM AMEMBASSY NEW DELHI 

TO SECSTATE WASHDC NIACT IMMEDIATE 3084 

INFO AMCONSUL CALCUTTA IMMEDIATE 

UNCLAS NEW DELHI 17369 

E.O. 1 1652: N/A 
TAGS: OGEN IN US 

SUBJECT: INDIAN MINE DISASTER ASSISTANCE REQUEST 
REE: NEW DELHI I736I 

URGENT: PLEASE PASS TO MR. MIRMALAI (RES: 703 978 4381: 

OFEICE: 703 235 1582) MINING ENFORCEMENT AND SAFETY 
ADMINISTRATION (MESA) 

1. WE HAVE JUST TALKED TO ACHARYA, JOINT SECRETARY OF 
MINISTRY OF MINES/STEEL AGAIN. HE SAYS THAT HE HAS JUST 
BEEN IN TELEPHONE CONTACT WITH MESA (MR. BALSO, OFFICER 
ON DUTY) AND HAS BEEN INFORMED THAT THE PUMPS ARE 

OF 2,000 TO 2,500 VOLTS, RPT 2,000 TO 

2,500 VOLTS. EMBASSY HAD RELAYED TO HIM THIS MORNING 
INFORMATION OBTAINED FROM MIRMALAI 

BY TELEPHONE THAT PUMPS WOULD BE OF 440 VOLTS. ACHARYA SAYS 
THAT HE MUST KNOW 

IMMEDIATELY WHICH VOLTAGE FIGURE IS ACCURATE. HE IS UNCERTAIN 

WHETHER OR NOT TRANSFORMERS OF ADEQUATE SIZE WOULD BE AVAILABLE 

FOR PUMPS OF 2,000 TO 2,500 VOLTS. HE IS CHECKING AND 

WILL LET US KNOW LATER ON TONIGHT. WE 

PROMISED TO AWAKEN HIM WITH WORD OF CORRECT VOLTAGE 

FIGURE AS SOON AS IT IS AVAILABLE. 

2. REQUEST URGENT RESPONSE.SAXBE 
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